Work Order ID 
Wednesday, July 04, 2012 9:18:18 AM 


86524 


Item ID: D350-567-027 


Revision ID: 


Item Name: Floor Window Installation, Large 


Start Date: 7/4/2012 
Required Date: 7/6/2012 


Reference: 


Approvals: Process 
QC: 


Sequence ID/ 
Work Center ID 


Start Qty: 1.00 x4 * 
Req'd Qty: 1.00 *4 * 


*RBADA* 


Act NQNNNAN1NN* sr se ANS TA 


ser *NIG2* 


Cust Item ID: 
Customer: 


i > ; i ne, a4 3 ee - Ru Start 
Plan: Awe = Date: \).-0f- -OH Tooling: Date: i j *N R1 k 


Stop 
Date: SPC (Y/N): Date: * N R 9 * 
Operation Set Up/ Tool ID Tool # Plan Accept Reject Reject l Insp. 
Description Run Hours Code Qty Qty Number Stamp 


~ Draw Nbr Revision Nbr 
N/A Rev D 
100 
* 4 A N * DOCUMENT CONTROL 
DC 


Document Control 


110 


*41N* 


Packaging 


Packaging 


120 
*12N0* 
Qc 


Quality Control 


Memo 


Pick Kit 
Packaging 
Memo 
Pick Packing Kit 


0.00 


ax la ws gt 
0.00 < Va 
Copy bluefile and create labels & DT8439 per PPP D350-567-027 CHGO002 (1 Y 


0.00 i Yo Ve yf Ê 


0.00 


*** ENSURE DT 8439 TEMPLATE IS INCLUDED*** 


QC4- 100% Inspect kits for completeness 


Memo 


m Salle @ | 


Dart oo Ltd 


WORK ORDER CHANGES 


DATE | STEP PROCEDURE CHANGE 


Part No: PAR #: Fault Category: NCR: Yes No DQA:___ Date: 


Approval | approval 
Qty | Chief Eng/ S inencsi 
Prod Mgr nepos or 


Resolution: Disposition: ` QA: N/C Closed: Date: 


Corrective Action Section B Ooh aa 
Description of NC Verification | Approval | Approval 
DATE STEP Section A Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


a < HAfFORMS\Quality Assurance\approved QA\INCRWO RevE 


ae 


Work Order ID 86524 
Wednesday, July 04, 2012 9:18:18 AM 


Item ID: D350-567-027 


* * 

= NONNNAN1NN* Seur sart *NIG1* 
Revision ID: 
Item Name: Floor Window Installation, Large Stop ¥* N S P * 
Start Date: 7/4/2012 Start Qty: 1.00 ea % Cust Item ID: 
Required Date: 7/6/2012 Req'd Qty: 1.00 *4 * Customer: 
Reference: 
gn eee j Te Wa eae j 7 : Run Start % * 
Approvals: Process Plan: 7 Date Tooling: Date: : N R 1 

top 
Qc: Date SPC (Y/N): Date: * N R 2 * 

Sequence ID/ Operation. Set Up/ T Tool ID Tool # Plan Accept Reject Reject . Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
130 0.00 
* 4 QNn* Packaging 
Packaging Memo 0.00 


Packaging 


140 


*4A4N* 
ac 


QC21- Final 


Quality Control 


Identify and pack for shipping as per PPP D350-567-027 


Location: = 
Ly 2 


PPP Rev: 
****4* Ensure DT8439 template is included in kit®***** 


Inspection - Work Order Release 


0.00 


Memo 9.00 


Dart | Ltd 


WORK ORDER CHANGES 


DATE | STEP PROCEDURE CHANGE 


Part No: PAR #: Fault Category: NCR: Yes No DQA:___—— Date: 


Approval A 
pproval 
ene) Eng? QC Inspector 


Resolution: Disposition: ` QA: N/C Closed: Date: 


Corrective Action Section B Por 
Description of NC é n 3 Verification | Approval | Approval 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


~ H\fFORMS\Quality Assurance\approved QA\NCRWO RevE 
<i. 


4 


a 


e 


Picklist Print 


Wednesday, July 04, 2012 9:18:18 AM 


Work Order ID: 
Parent Item: 


Parent Item Name: 


86524 
D350-567-027 


Floor Window Installation, Large 


Comments: IPP Rev:A 08-10-07 asperrevD DD verified by: 
Component Item ID/ Replacement Mfg/ Bin Primary Last 
Item Name Item ID Purch Item Location Location 
D350-567-023 Haa Manufactured No 
Replacement Window, Large 

Location 

FG023 

84878 


D350-567-115 
Interior Floor Window 
DT8439 
template 


cw 


Manufactured No 


Manufactured No 


Start Date: 7/4/2012 
Start Qty: 1.00 


Unit of Qty on 


Measure Hand 
Each 1.0000 
Loc Code 
Each 0.0000 
Each 0.0000 


Qty per Kit Total 


Qty © 
Issued 


Qty 


m hs 
GeT 22. 


Required Date: 7/6/2012 
Required Qty: 1.00 


Date 


Status 
Issued 


Dart Aerospace Ltd 


"WORK ORDER CHANGES 7 


roval 
DATE | STEP PROCEDURE CHANGE ; ee Peprove: 
Prod Mgr nspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: Disposition: ` QA: N/C Closed: Date: 
Description of NC ze Corrgcuve Acton : Scion 3 z Verification | Approval | Approval 
Section A Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial allentries- - - - - 
* H:\fFORMS\Quality Assurance\approved QA\INCRWO RevE Fe Se OR Ree ea BE Rae 
oom 


